THE  NEW  HANOVER  LUTHERAN  CHURCH  IN 
FALCKNER  SWAMP. 
MONTGOMERY  COUNTY,  PENNSYLVANIA. 
Erected  1767-1768  Congregation  organized  and 
First  Church  Erected  between  1694  and  1703 
Second  Church  Erected  1721-1727.  Third  Church 
Erected  1741 . 


